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save by its own consent, and though the King, who had passed the act, was dead, it was held to be still in force. So, in Cromwell's phrase, the country was governed by "a perpetual Parliament always sitting/'
Although the claims of the Long Parliament had reached their highest, the theory on which they rested had ceased to be in accordance with facts. "The Commons of England in Parliament assembled," said the resolution of the House on January 4, 1649, "being chosen by and representing the people-, have the supreme power in this nation." But the House was never less representative than at the moment when it passed this vote. By the expulsion of royalist members during the war, and of Presbyterians in 1648, it had been, as Cromwell said, " winnowed, and sifted, and brought to a handfull." When the Long Parliament met in November, 1640, it consisted of about 490 members; in January, 1649, those sitting, or at liberty to sit, in the House were not more than ninety. Whole districts were unrepresented. In the list of sitting members given in a contemporary pamphlet, there were none from the counties of Herefordshire, Hertfordshire, Cumberland, and Lancashire, or from any borough within their limits. Wales was represented by three persons, and London by but a single citizen. In later years, a few readmissions and a few new elections swelled the total of sitting members to about 125, but at no date between 1649 and 1653 was the Long Parliament entitled to say that it represented the people. . Its power rested not on popular consent, but on the